217 Four Rod Road 


1885 


1867: Earlier house on same or nearby location was owned by Russell Wells 


2018 Town of Berlin GIS Index. 


1885 current owner: Robert & Patricia Tarver 
Sketch 


Town of Berlin, CT 


Property Listing Report 


Valuation Summary 


(Assessed value = 70% of Appraised Valuc) 
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Outbuilding and Extra Features 


Shed Wd Res 


Shed Wd Res 


AB GRND RECTAN 


Description 
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Sales History 

Owner of Record Book/ Page Sale Date Sale Price 

TARVER ROBERT C & PATRICIA M 222/ 430 5/13/1992 0 
Sketch 


Street Index 


Utilities All Public 


Lot Setting/Desc 


Additional Info 


Primary Construction Details 


Year Built 
Stories 
Building Style 


Building Use 


Colonial 


Residential 


Building Condition 


Interior Floors 1 Hardwood 


Interior Floors 2 
Whirlpool Tub 
Total Rooms 


Rasement Garaves 


Bedrooms 3 Bedrooms 


Full Bathrooms 
Half Bathrooms 
Extra Fixtures 
Bath Style 


Kitchen Style 


Asph/F Gis/Cmp 


“Fireplaces 


Central 


Eaterior Walls Vinyl Siding 


Exterior Walls 2 


Interior Walls 
Interior Walls 2 


Heating Type Forced Air-Duc 


Heating Fuel Oil/Gas 
Fin Basement Area 
Fin BSMT Quality 
Fin BSMT Area 2 


Fin BSMT Quality 2 


